Town of Arlington 

Massachusetts Avenue 
Phase II Streetscape Vision Plan 

Save the date for the Public Walkshop! 

Moved to May 12, 6:00 p.m. Due to Rain 

(Rain Date Thursday, May 12th - Check the Town website for updates) 



Meet at the steps in front of Town Hall 
before walking the corridor with staff and consultants to discuss 
several key locations identified during the first workshop 



The Town is embarking on a study that will outline a Plan for the next Phase of Massachusetts 
Avenue between Mill Street and Pond Lane. Over the next few months we will be developing 
a "Conceptual Streetscape Plan" that will seek a great deal of community input. We will be 
exploring topics such as: 

• What makes Arlington Center great? 

• What streetscape improvements will make Arlington Center a better place to live, work, 
and visit? 

• What features need to be improved within the sidewalks and public areas such as 
Broadway Plaza and the streetscape in front of Town Hall? 

You are invited to participate in a Walkshop on May 5th at 6pm. the Walkshop will start at the 
Town Hall Auditorium. 

The Town of Arlington is matching local funds with Community Development Block Grant (CDBG) funds, 
administered by the Department of Planning & Community Development, for these planning activities 

For more information about Mass. Ave. Phase II, contact Assistant Director of Planning Laura Wiener at (781) 316- 
3091 or lwiener@town.arlington.ma.us. 















